GAS STATION INFORMATION 



P.494 R107 P.661 


Fuel tank capacity 
(Reference) 

11.9 gal. (45 し 9.9 Imp.gal.) 

Fuel type 

Unleaded gasoline only R 653 

Cold tire inflation 
pressure 

R661 

Engine oil capacity 

(Drain and refill - 

reference) 

qt . (し Imp.qt.) 

With filter 44(4.2,3.7) 

Without filter 4.1(3.9,3.4) 

Engine oil type 

Toyota genuine Motor Oil or equivalent 

Oil grade: ILSAC multigrade engine oil R 654 

Recommended oil viscosity: SAE-OW-20 


740 


CT 200 h_U (OM% 004 U) 



